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GOLDEN SPREAD MOTEL AND GRILL 
GROOM, TEXAS 

ON U.S. HIGHWAY U - 45 miles East of Amarillo, 
22 new units, individually refrigerated air condi¬ 
tioned, sound proof, excellent food, wall to wall 
carpet, tile baths with tub and shower, T.V. in 
rooms. Ph. 3 
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